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NOTIFICATIONS BY GOVERNMENT 


- 


X 


IRRIGATION & COMMAND AREA DEVELOPMENT DEPARTMENT 

(General-IV ) 


APPOINTMENT OF COMPETENT AUTHORITIES (ENGINEERING ) TO PROJECT COMMITTEES 

UNDER SECTION 21 ( 1) OF THE ANDHRA PRADESH FARMERS MANAGEMENT OF 
IRRIGATION SYSTEMS ACT, 1997 . 


[G 0 . Rt. No. 430 , Irrigation & Cammand Area Development (Gnenral- IV ) , 16th April , 2010 .] 


In exercise of powers conferred Sub -section ( 1) of the Section 21 of the Andhra Pradesh Farmers Management 
of Irrigation Systems Act, 1997 ( Act 11 of 1997 ) the Governor of Andhra Pradesh hereby appoints the officer 
specified in Column No3 as Competent Authorities ( Engineering) to the Project Committees specified in Column 
No 2 of the Annexure appended to this order. 


The officers herein above appointed shall be responsible for implementation and execution of all decisions 
taken by the farmers organization ( i.e., respective Project Committees ). 


ANNEXURE 


APPOINTMENT OF COMPETENT AUTHORITIES TO PROJECT COMMITTEES : 


S .No 


Name of the Project Committee 


Koilsager 


Competent Authority to Project 

Committee (designation ) 
Dy. Executive Engineer, I. B Sub -Division , 
Devarkadra Division -I. B Division , - Mahaboobnagar, 
Circle - Irrigation Circle Red Hills, Hyderabad . 


[ 1 ] 


G . 75 . 


ANDHRA PRADESH GAZETTE EXTRAORDINARY 

[ Part - I 
APPOINTMENTOF COMPETENT AUTHORITIES (ENGINEERING ) TO PROJECT COMMITTEES 

UNDER SECTION 21 ( 1) OF THE ANDHRA PRADESH FARMERS MANAGEMENT OF 
IRRIGATION SYSTEMS ACT,1997 . 


[G 0 . Rt. No. 431, Irrigation & Cammand Area Development (General- IV ), 16th April, 2010.] 


In exercise of powers conferred Sub - section (1 ) of the Section 21 of the Andhra Pradesh Farmers Management 
of Irrigation Systems Act, 1997 (Act 11 of 1997 ) the Governor of Andhra Pradesh hereby appoints the officers 
specified in Column No3 as Competent Authorities ( Engineering) to the Project Committees specified in Column 
No 2 of the Annexure appended to this order . 


The officers herein above appointed shall be responsible for implementation and execution of all decisions 
taken by the farmers organization ( i.e., respective Project Committees ). 


ANNEXURE 


APPOINTMENT OF COMPETENT AUTHORITIES TO PROJECT COMMITTEES : 


S.No Name of the Project Committee 


Competent Authority to Project 
Committee (designation ) 
Executive Engineer, Irrigation Division , 
Srikakulam . 
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Nagavali Project Committee 


S . P . TUCKER , 
Principal Secretary to Government. 
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